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EO 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJ: IAEA/U.S. SPECIALISTS MEETING ON CONTROL ROOM DESIGN, SAN 
FRANCISCO, JULY 22-24, 1975 

REF: A) IAEA VIENNA 5692; B) AMMONS/GABBERT 
LETTER DATED JUNE 23,1975 

MISSION HAS RECEIVED AGENCY LETTER (COPY POUCHED 
AMMONS/ERDA) ADVISING THAT DG HAS DESIGNATED ALL U.S. 
SPECIALISTS IN LIST ATTACHED REF B TO PARTICIPATE 
IN SUBJECT MEETING. LAB O WITZ 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, CONSULTANTS, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 JUL 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV06015 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750243-0068 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750759/aaaacauw.tel 

Line Count: 37 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 IAEA VIENNA 5692 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 JAN 2003 by ThomasVJ>; APPROVED <18 MAR 2004 by greeneet> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA/U.S. SPECIALISTS MEETING ON CONTROL ROOM DESIGN, SAN FRANCISCO, JULY 22-24, 1975 
TAGS: AORG, OCON. TECH, IAEA 
To: STATE 
Type: TE 
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